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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 225285 

70 

ORIGIN COME-OO 

INFO OCT-01 NEA-10 ISO-OO EB-06 RSC-01 /018R 
66609 

DRAFTED BY: COM/BIC/CAGNE/JNRANDOLPH/SIA 
APPROVED: EB/OCA:REP:JBRABENS 
COM/BIC/CAGNE/PBHALE 

109458 

R 1 1223 1Z OCT 74 
FM SECSTATE WASHDC 
TO AMEMBASSY TEHRAN 

UNCLAS STATE 225285 

E.O. 11652: N/A 
TAGS: BEXP, IR 

SUBJ: HOSPITAL CONSTRUCTION 
REF: TEHRAN 7883 

USDOC CONTACTED BY DALTON, DALTON, LITTLE,AND NEWPORT 
(DDLN), CLEVELAND OHIO DESIN ENGINEER. DDLN DISCUSSED 
PROJECT OCT 9 WITH MOHAMAD ASSAR IN GOI MINISTRY OF 
HEALTH. ASSAR SAID MINISTRY WOULD CONSIDER PROPOSAL FROM 
DDLN IN CONSORTIUM WITH RALPH M. PARSONS AND HEALTH CARE 
SYSTEMS IF SUBMITTED BY OCT 31. INTERESTED EMBASSY 
ASSESSMENT CHANCES OF DDLN CONSORTIUM IN VIEW OF GOES 
APPARENT SATISFACTION. AMERICAN MEDICORP PROPOSAL DESCRIBED 
REFTEL. RELUCTANT ENCOURAGE DDLN SEND PERSONNEL TEHRAN PURSUE 
PROJECT IF ALREADY LOCKED UP BY ANOTHER FIRM. DDLN INQUIRED 
WHETHER MINISTRY OF HEALTH HAS ISSUED RFP THIS PROJECT. 

PLEASE ADVISE. INGERSOLL 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 11 OCT 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE225285 

Document Source: CORE 

Document Unique ID: 00 

Drafter: COM/BIC/CAGNE/JNRANDOLPH/SIA 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740291-0907 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9741 051 /aaaabrij.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: TEHRAN 7883 
Review Action: RELEASED, APPROVED 
Review Authority: boyleja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 06 NOV 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <06 NOV 2002 by boyleja>; APPROVED <10 FEB 2003 by boyleja> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: HOSPITAL CONSTRUCTION 
TAGS: BEXP, IR 
To: TEHRAN 
Type: TE 
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